BELL SYSTEM PRACTICES 
Pacific Tel. 


ADDENDUM 075-120-701PT 
Issue B, November 1979 


KS-16363 WIRE WRAPPING TOOL 


AND ASSOCIATED BITS AND STATIONARY SLEEVES 


REQUIREMENTS AND ADJUSTING PROCEDURES 


1. GENERAL 


1.001 This addendum supplements Section 075- 
120-701. 


1.002 It is reissued to: 


¢ Revise the addendum title to agree with the 
main section 


e Show the changes in numbering associated 
with Adjustment Procedures. 


Note: Marginal arrows used to indicate changes 
are omitted. 


1.003 The previous addendum deleted informa- 


tion for returning the bit to Western Elec- 
tric (WE) for verification. This has been retained. 


2. REQUIREMENTS 


The following changes apply to Part 2 of 
the section: 


e« 2.01 (c) — revised 
2.01.1 - added 


2.01 Cleaning and Verification of Wrapping Bit 
and Stationary Sleeve 


(c) The monthly check of requirement (b) is 

relied on to provide the first warning that 
the parts may have deteriorated so their further 
use is undesirable. 


2.01.1 When wear is detected, replace the bit. Do 
not return it to WE for verification. 


4. ADJUSTING PROCEDURES 


The following changes apply to Part 4 of 
the section: 


4.01 (3)-deleted 


e 4,.01.1-added 


4.01.1 When wear is detected as noted in 2.01 (b), 
replace the bit. Do not return it to WE for 
verification. 


NOTICE 
Not for use or disclosure outside the 


Bell System except under written agreement 
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